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Inspection conducted al the Minnesota Stale Fairgrounds in St Paul, Minnesota 
No non-compllant items identFlod during this Inspection. 

Inspection and exit brisling conducted with Licensee and this Veterinary Medical OHicer. 
End of report. 
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